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was sane, and his business was finally ruined be-
cause buyers of iron refused to take his goods unless
they "were made in the regular way." But Kelly
persisted in his work, and within a few years he was
actually producing malleable iron in substantial
quantities

But it took more than Kelly's discovery to bring
steel into use on any large scale The process he
had worked out had to be put into general use
and accepted abroad before American users of steel
would have much to do with American-made steel
Hitherto practically all the steel used in America
had been imported from England, and the tradition
held that steel was essentially an English product
and not a domestic article Hence most people
looked upon American-made steel as bogus and re-
garded the imported as the only real article While
Kelly was experimenting, an Englishman, by the
name of Henry Bessemer, was also following out
the same idea And soon, "Bessemer" steel be-
gan to appear m small quantities in the United
States It was the same thing that Kelly had been
making since 1847 by the same process, but where-
as buyers at once accepted the imported "Besse-
mer steel," they still remained prejudiced against
Kelly's "fool-steel "